6FD7 


Dual Triode 

With High-Mu Unit and Low-Mu Unit 


GENERAL DATA 


Electrical: 


Heater Characteristics and Ratings 

(Design - 

-Maximum Values): 

Voltage (AC or DC) . 

6.3 ± 0.6 

vol ts 

Current at heater volts = 6-3- ■ 

. . . 0. 

925 

amp 

Peak heater-cathode voltage (Each 
Heater negative with 

respect to cathode . 

unit): 

200 max. 

vol ts 

Heater positive with 

respect to cathode . 


200* max. 

volts 

Direct Interelectrode Capacitances 

(Approx. 

):*> 


Unit No. i 

Unit No .2 


Grid to plate. 

4.5 

10 

/i/if 

Grid to cathode and heater . . 

2.2 

6.5 

fJLflf 

Plate to cathode and heater. . 

0.4 

1.2 

m f 

Characteristics, Class A| Amplifier: 

Unit No.l 

Unit No .2 


Plate Voltage. 

250 

60 150 

volts 

Grid Voltage. 

-3 

0 -17.5 

vol ts 

Amplification Factor . 

64 

6 


Plate Resistance (Approx.) . . . 

40000 

800 

ohms 

Transconductance . 

1600 

- 7500 

/ifnhos 

Plate Current. 

1.4 

95 c 40 

ma 

Grid Voltage (Approx.) for 
plate fi a =, 

10. 

-5.5 


volts 

100. 

- 

-40 

vol ts 

Transconductance for plate 
ma. - 1. 


500 

^umhos 

Plate Current for grid volts 
- -25. 


6 

ma 


Mechanical: 

Operating Position.Any 

Type of Cathodes.Coated Uni potential 

Maximum Overal1 Length . 2.900" 

Maximurti Seated Length. 2.620" 

Length, Base Seat to Bui b Top (Excl ud ing t i p). 2.070" to 2.310" 

Diameter . 1.062" to 1.188" 

Bulb.T9 

Base...JEDEC No.E9-32 


RADIO CORPORATION OF AMERICA 

Electron Tube Division Harrison, N. J. 


DATA 1 
9-62 












































6FD7 


T9 

BULB 

\ 


1 . 188 " 

1.062"**- * 

DIA. 




** APPLIES IN ZONE STARTING 0.625” FROM BASE SEAT. 

* MEASURED FROM BASE SEAT TO BULB-TOP LINE AS DETERMINED 
BY A RING GAUGE OF 0.600” INSIDE DIAMETER. 

A BASE-PIN CONTOUR AND GAUGE ( J EDEC NO.GE9-4-) INFORMATION 
FOR THIS BASE IS THE SAME AS THAT SHOWN IN GENERAL 
SECTION FOR BASE JEDEC No.E9-68 (LARGE-BUTTON NEONOVAL 
9-PIN) . 



RADIO CORPORATION OF AMERICA 

Electron Tube Division Harrison, N. J. 


DATA 2 
9-62 





